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PART-I 
Notifications, Orders and Declarations by Haryana Government 


HARYANA GOVERNMENT 
PUBLIC HEALTH ENGINEERING DEPARTMENT 
Notification 
The 6th April, 2022 
No. 2/22/2022-PH-5.— 


THE GOVERNOR OF HARYANA IS PLEASED TO DECLARE THE RESULT OF DEPARTMENT 
PROFESSIONAL EXAMINATION HELD FROM 01.02.2022 TO 03.02.2022 


(MECH. ENGINEERS) 


j Name of | Designation | Elements of Maintenance of Accounts & Mechanical | General and Oral a 
No. Candidate WIS and Mech. & Electrical | Office Procedure | Engineering | Examination 
Sewerage Plants 
eae M:50 | M: 50 Max. M:100 fee M: 50 1 120 7॥ M: 50 
1 is = आओ ॥_ 235 sil | _4 | | 5 | 
1 Balraj Mor | AE (Mech.) 31 (Pass) 37 (Pass) 83.5 (Pass) 36 (Pass out 36.5 (Pass) Pass (He has obtained 
of 50 marks) more than 50% in each 
subject and also 
aggregate 60% and 
above) 
2 Vikas Seth | AE (Mech.) 37 (Passed in 30.5 (Passed in 88 (Pass) 65.5 (Passed | 32(Passedin |Pass (He has obtained 
08/2021) 08/2020) in 08/2020) 08/2020) more than 50% in each 
(out of 100 subject and also 
marks) aggregate 60% and 
above) 
3 Ajit Singh | AE (Mech.) 33.5 (Pass) 40 (Pass) 85 (Pass) 40 (Pass out 39 (Pass) Pass (He has obtained 
of 50 marks) more than 50% in each 
subject and also 


above) 


aggregate 60% and 
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i Name of | Designation | Elements of Maintenance of Accounts & Mechanical | General and Oral i 
No. Candidate WIS and Mech. & Electrical | Office Procedure | Engineering | Examination 
Sewerage Plants 
ee | M:50 ee | M: 50 Max. M:100 mae M: 50 Perr or M: 50 
1 EE . :| ae «| | _4 | = | 
4 Jagdeep |AEE(Mech.) | 30 (2955601॥॥ 32 (Passed in 79.5 (Pass) 78 (Passedin} 37(Passedin |Pass (He has obtained 
08/2020) 08/2020) 08/2020) 08/2020) more than 50% in each 
(out of 100 subject and also 
marks) aggregate 60% and 
above) 
5 Preetam AE (Mech.) 38.5 (Pass) 41 (Pass) 66 (Pass) 39 (Pass out 39 (Pass) Pass (He has obtained 
Singh of 50 marks) more than 50% in each 
subject and also 
aggregate 60% and 
above) 


A. K. SINGH, 
Additional Chief Secretary to Government Haryana, 
Public Health Engineering Department, Chandigarh. 


9544—C.S.—H.G-P., Pkl. 


